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©ritieb  lEiujinccrino  5tan^ai^6  association. 

Incorporated  1918). 
Formed  in  1901  us  The  Engineering  Standards  Committee  by— 
THE  INSTITUTION  OF  CIVIL  ENGINEERS. 
THE  INSTITUTION  OF  MECHANICAL  ENGINEERS. 
THE  INSTITUTION  OF  NAVAL  ARCHITECTS. 
THE  IRON  AND  STEEL  INSTITUTE. 
THE  INSTITUTION  OF  ELECTRICAL  ENGINEERS. 


BRITISH     STANDARD 
SPECIFICATIONS    AND    REPORTS. 


Telephones 


Offices  of  the  Association — 

28    Victoria  Street,  Westiinnster, 

London,  S.  W .  7. 

(    Victoria  3127.  Telegraphic  Address  :  — 

I    Victoria  3128.  '■'■  Standation-Vic-Londony 


(     2     ) 

Note. 

TJic  fol/oicing   arc   flic   additions   or  alterations   to    the   list 
dated  October,  1922  .— 

Neiv  specifications  issued     No.  99-1922,  3027  1922. 

Revised  Specifications  issued  ...   None. 

New  Foreign  Translations  issued   ...   None. 


ENGLISH    EDITIONS. 

The  follon'iiif;  h'cports  l/nvin^i:  hrni  h'Uliiiriiwn  are  now  out  of  print  : — 
'  Nos.  5,  17,  19^  20,  22,  25,  26,  31,  36,  38,  39,  49,  52,  55,  60,  85. 

o 

Net 
l/- 

I/- 


Report 

No. 

1  —1920.     Rolled  Sections  for  Structural   Purposes,    Lists  of 
2—1922.      Tramway  Rails  and  Fishplates,  Specification  and  Sectionsnf 

3—1903.     Influence  of  Gauge  Length  and  Section  of  Test  Bar  on 

the     Percentage     of    Elongation,    Report   on.    By    Professor 
\V.  C.   1!n\vin,  F.R.S 

4  -1921.      Channels  and  Beams  for  Structural   Purposes,  Dimensions  and 
properties  (if 

8— 1904.     Rolled  Sections  for  Structural  Purposes,   Properties  of 

7  -1922.     Copper  Conductors,  Insulated  Annealed  for  Electric  Power 

and  Light,  Dimensions  of    [See  also  No.  152-1922] 

8—1904.  Tramway  Poles,  Specification  for  Tubular 

9  —  1922.  Railway  Rails,  Specification  and  Sections  of  Bull  Head 

10—1904.  Pipe  Flanges,  Tables  of     

11 — 1922.  Railway  Rails,  Specification  and  Sections  of  Flat  Bottom 

12 — 1920.  Portland  Cement,  Specification  for 

13—1910.  Steel  for   Shipbuilding,  Specification  for  Structural  

14—1907.  Steel  for  Marine  Boilers,  Specification  for  Structural    

15 — 1912.  Steel  for  Bridges,  etc.,  and  General  Building  Construction, 

Specification  for  Structural... 

16—1905.     Telegraph    Material,  Si)ecifications  for      

18—1910.     Tensile  Test  Pieces,  Forms  of 

21 — 1909.      Pipe   Threads  for  Iron  oi  Steel  Pipes  and  Tubes,  Report  on 

23-1905.     Trolley  Groove  and  Wire,  SLiudards  for 

24 Railway  Rolling  Stock,  Specifications  for  Material  used  in 

the  Construction  of 
24  Part      I.— 1921.     Locomotive,  Carria;;e  and  Wagon  .^xles     ... 

(Containing  Specifications  Nos.  1,  2,  2a,  3,  3a). 
24  Part     II.— 1921.     Locomotive,  Carriage  and  Wagon  Tyres    ... 

(Containing  Specifications  Nos.  4,  5,  5a). 
24  Part    III.— 1921.     Laminated,  Volute  and  Helical  Springs,  and 

Steel  for  Laminated  Springs 

iContaining  Specifications  Nos.  C,  6a,  6b,  6c,  7,  7a). 
24  Part    IV,     19.?1.     Steel  Forgings,  Blooms  and  Castings 

(Containing  Specifications  Nos.  8,  9.  10) 
24  Part    V.— 1911.     Copper  Plates,  Rods  and  Tubes,     and  Brass 

Tubes         

'(Containing  Specifications  Nos.  11,  12,  13,  14,  15). 
Part   VL— 1921.     Steel  Plates,   Angles,   etc.,   and    Rivets   for 
Locomotives,  Carriages  and  Wagons 
(Containing  Specifications  Nos.  16,  17,  17a,  18,  18a), 


1/- 

'l/- 
Under 
Revision 

1/- 
1/- 
I/- 
1/- 
1/- 
1/- 
1/- 
I/- 

I/- 
Under 
Revision 

Gratis 
1/- 
1/- 


1/- 
1/- 

1/- 
1/- 

1/- 


Reports  marked  "  Under  Revision  "  are  not  a\'ailable. 


No. 

27 

-1906. 

28- 

-1908. 

29 

-1909. 

30 

-1907. 

31 

-1910. 

32- 

-1921. 

33- 

-1906. 

35- 

-1907. 

37- 

-1919. 

40- 

-1908. 

(     3     ) 

Net. 

Limit  Gauges  for  Running  Fits,  Report  on  Standard  Systems  of  1/- 

Nuts,  Bolt  Heads  and  Spanners,  Report  on        .       l/- 

Steel  Forgings  for  Marine  Purposes,  Specification  for  Ingot ...  1/- 

Steel  Castings  for  Marine  Purposes,  Specification  for 1/- 

Steel  Conduits  for  Electrical  Wiring,  Specification  for         ...  I/- 

Steel  Bars  for  the  production  of  Machined  Parts,  Specification  for  1/- 

Carbon  Filament  Glow  Lamps,  Specification  for      1/- 

Copper  AUoy  Bars,  for  ust;  in  Automatic  Machines,  Specifi- 
cation for          1/- 

Electricity  Meters,  Specification  for 1/- 

Cast  Iron  Low   Pressure  Heating  Pipes,  Specification  for 

Spigot  and  Socket       '/- 

41 — 1908,    Cast  Iron  Flue  or  Smoke  Pipes,  Sptcificatlo.n  for  Spigot  and 

Socket     1/- 

42 — 1909.     SteamEnginesforElectrical  Purposes,  Report  on  Reciprocating  Revit?oii ' 

43  — 1909.      Boiler  Tubes,  Specification  for  Charcoal  Iron  Lai)uelded         ...  1/- 

44 — 1909.     Cast  Iron  Pipes  for  Hydraulic  Power,  Specification  for      ...  1/- 

45 — 1917.      Sparking  Plugs,  (for   Internal    Combustion    Engines),    Dimen- 
sions for !/- 

46 — 1909.     Keys  and  Keyw^ays,  Specification  for        1/- 

47—1919.      Steel  Fishplates,  for  Bull  Head  and  Flat  Bottom  Railway  Rails, 

Specification  and  Sections  of         1/- 

48--1909.       Wrought  Iron   of  Smithing  Quality  for  Shipbuilding  ^Grade  D). 

Specification  foi          ...        ...        ...  I/- 

50  —  1910.      Locomotives   for  Indian   Rail'Ways,  Third  Report  on  (Super-  Under 

seding  Nos.  5  and  ;6) Revision 

51 — 1913.      Wrought  Iron,  for  use  in  Rai  Stock  ("Best- Vorkshire" 

and  Grades  .\,  B  and  C).  SpL                                 l/- 

53 — 1913.      Boiler    Tubes    for  Locomotive    boilcra.   Specification   for  Cold 

Drawn  Weldless  Steel         I/- 

54 — 1911.     Screw  Threads,  Nuts  and  Bolt  Heads  for  use  in  Auto- 
mobile Construciion,  Report  on l/- 

56 — 1911.      Yield  Point  ana  Elastic   Limit,    Definitions  of       Gratis 

57 — 1920.     Heads  for  British  Association  Screws,  Report  on       1/- 

58 — 1912.      Cast  Iron  Soil  Pipes,  Specification  for  Spigot  and  Socket           ...  1/- 

59 — 1912.     Cast  Iron  Waste  and  Ventilating  Pipes  (for  other  than  Soil 

Purposes),  Specification  for  Spigot  and  Socket           1/- 

61 — 1913.      Copper  Tubes  and  their  Screw  Threads  'piimarily  for  domes- 
tic and  similar  work).  Specification  for 1/- 

62 — 1913.     Marine  Boiler  Stays,  Screwing  for Gratis 

63 — 1913.     Broken  Stone  and  Chippings,  Specification  for  Sizes  of        ...  1/- 

64  — 1913.      Fishbolts  and  Nuts  for  Railway  Rails,  Specification  for 1/. 

65 — 1914.     Salt-Glazed  Ware  Pipes,  Specification  for 1/ 

66 — 1914.     Copper-Alloy    Three-Piece    Unions   (for  Low  and  Medium 

Pressure  Screwed  Copper  Tubes),  Specification  for             1/- 

67 — 1914.      Ceiling  Roses,  Specification  for  Two- and  Three-Plate      1/- 

68—1914.     Steel  Conductor  Rails,  Method  of  Specifying  the  Resistance  of  |  /- 

69—1915.     Tungsten  Filament  Glow  Lamps  (Vacuum  Type)  for  Auto-  Under 

mobiles.  Report  on Revision 

Reports  marked  "  Under  Revision  "  are  not  available. 


1/- 
I/- 

Under 

Revision 

1/- 

1/- 


(       i       ) 
Report 
No.  Net. 

70 — 1915.    Pneumatic     Tyre     Rims    for   Anlonmhiles.    Motor   Cycles    and  Under 

Cycles.  Keporl  on         Revision 

71-1917-  Wheel  Rims  and  Tyre  Bands  for  Solid  Rubber  Tyres  Under 

for  Automobiles,  Report  on  Dimensrons  of           Revision 

72 ---1917.    Electrical  Macflinery,  British  Standardisation  Rules  for...           ..  !/• 

73—1919.  Two-Pin  Wall  Plugs  and  Sockets,  Specification  for l/- 

74 — 1917.    Charging   Plug  and  Socket,  for  N'ehicles  propelled  by  Electric 

Secondary  Batteries,  specification  for !/- 

75 — 1916.  Steels  for  Automobiles,  Specifications  for  Wrought    1/- 

76 — 1916.  Tars,  Pitches,  Bitumens  and  Asphalts  when  used  for  Road 

I'urposes.   Report  on  Nomenclature  of,  and  Specifications  for 

Tar  ami  Pitch  for  Road  Purposes        1/- 

77 — 1921.  Electrical  Pressures  for  new  systems  and  installations       ...         Gratis. 
78 — 1917.    Cast    Iron    Pipes   and  Special  Castint;s  for   Water,    Gas    and 

Sewage,  Specification  for  

79 — 1919.  Special    Trackwork    for    Tramways,    Report  on  British 

Stand. ud 

80-  1917.  Magnetos  for  Automobile  Purposes,  Report  on  Dimensions,  of 

81—  1919.  Instrument  Transformers,  Specification  for       

82—1919.  Starters  for  Electric  Motors,  Specification  for       

83—  1922.   Aircraft  Dope  and  Protective  Covering,  Standard  of  Refer- 
ence for I  /- 

84 — 1918.  ScrewThreads,  British  Standard  Fine  and  their  Tolerances 

(Superseding  p.irts  of  Riiu«ns  Nos.  20  and  38),  Report  on 1/- 

86 — 1919.  Magnetos  for  Aircraft  Purposes,  Report  on  Dimensions  of  ...  !/- 

87 — 1919.   Air   Screw  Hubs,  Report  on  Dimensions  of 1/- 

88 — 1919.    Electric    Cut-outs.       Row   Pressure  (Type  Ol,  Siiecification    for  1/- 

89—1919.  Indicating     Ammeters,     Voltmeters,     Wattmeters,    Fre- 
quency and   PoW^er  Factor  Meters,   Specification  for         ...  !/- 

90 — 1919.  Recording    (Graphic)    Ammeters,  Voltmeters  and  Watt- 
meters, Specification  for 1/- 

91 — 1921.   Electric  Cable  Soldering  Sockets,  Specification  for    Under 

94—1920.  Watertight    Glands    for    Electric    Cables,    Specification  for  |/- 

95 — 1919,   Corrections   to  Effective   Diameter  required  to  compensate 
pitch   and   ani4le  errors  in    Screw    Threads   of   Whitworth 

form.      Tables  of I/. 

96—1922.  Parallel    Sided   Carbon    Brushes   for   D.C.  Commutator 

Machines,  Sptcitication  for      ly. 

97—1920.    Watertight    Fittings   for   Incandescent    Electric    Lamps, 

Specification  for  ..  {j- 

98—1919.  Goliath  Lamp  Caps  and  Lamp  Holders,    Specification  for  |/- 

S9— U22.  Copper-Alley   Pipe   Fittings,    Screwed,    for  Low   and 

Meditm  Pressure  B.S.  Copper  Tubes,  Specification  for  ]/• 

100—1920.  Body   Spaces   and    Frame    Ends    for   Chassis  for  Private 

.\utoiiiobiles.     Dimensions  for      [J- 

101—1921.  Tramway  Tyres,  specification  lor 1/- 

102— 1921.  Tramway  Axles,  Sptcific.ition  fur     |/- 

103—1922.  Falhng    Weight    Testing    Machines    for    Rails,    Specifi- 
cation for  Gratis 

104—1919.  Light  Flat   Bottcm   Railway  Rails  and   Fishplates,  Sec- 
tions of I/- 

105—1919.  Light  and  Heavy  Bridge  Type  Railway  Rails,  Sections  of  1/- 

106—1920.  Electrically    Heated    Cooking    Range    (Two     sizes), 

specification  for  1/- 

107—1919.  Rolled  Sections  for  Magnet  Steel  !/- 

108 — 1922.  Graphical  Symbols  for  Electrical  Purposes,  British  Standard  l/- 

Keports  marked  "  Under  KeMsiuii  "  are  not  available. 
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Report 

No.  ^fct. 

109— 1921.     Air-Break  Knife  Switches  and  Laminated  Brush  Switches      Under 

for  Pressures  not  Exceeding  660  Volts,  Siiecitication  for     ...    Revision 
110—1921.     Air-Break  Circuit  Breakers  for  Pressures  not  Exceeding       Under 

660  Volts,   Specification  for        Revision 

111— 1920.  Wrought  Steels  for  Aircraft,  Schedule  of 1/- 

112— 1920.  Cold  Worked  Steels  for  Aircraft,  Schedule  of 1/- 

113— 1920.  Sheet  Steels  for  Aircraft,  Schedule  of 1/- 

114— 1920.  Valve    and  Valve  Spring  Steels  for  Aircraft,    Schedule   of  1/- 

115—1921.  Metallic    Resistance    Materials  for  Electrical   Purposes, 

Specification  for         ...         ...        ...         ...  ly- 

122— 1920,  Milling  Cutters  and  Reamers,  Standards  for     1/- 

128—1922.  Bare   Annealed   Copper  Wire  for  Electrical  Machinery 

and  Apparatus,  Dimensions  and  Resistances  of I/- 

131— 1920.  Notched  Bar  Test  Pieces,  Forms  of !/- 

132—1920.  Steam  Turbines  for  Electrical  Plant,  Specification  for        ...  l/- 

133 — 1921.     Normal   Type   Vacuum    Tungsten   Filament    Electric 

Lamps,   Specification  for 1/- 

135— 1921.  Benzol  for  Motor  Fuel,  Specification  for     1/- 

136—1920.   Automatic   Telephone   Systems,    Terms  and  Definitions  for 

use  in  connection  with        1/- 

137—1922.  Porcelain  Insulators  for  Overhead  Power  Lines  (3,000— 

150,000  Volts.),   Specification  for      1/- 

138—1922.  Materials  and  Constructional  Strength  of  Chemical  Fire 

Extinguishers,  Specification  for         1/- 

139-1921.  Red    Fir    Wood    Poles  lor  Telegraph   and   Telephone 

Lines,  Specification  for      1/- 

143—1922.  Long    Sweep    Type   Malleable   Iron   Pipe   Fittings   for 

Steam,  Water  and  Gas,  Dimensions  for         [j. 

144—1921.  Creosote  for  the  Preservation  of  Timber,  Specification  for  |/- 

145 — 1921.  Condenser  Tubes  and  Screwed  Glands  for   Condensers 

for  Marine  Purposes,  Specification  for      Ij. 

149—1922.  Wrought  Iron  Wheel  Centres  for  Electric  Tramway  Cars, 

Specification  for  |  ' _ 

150—1922.  Cast  Steel    Wheel  Centres  for  Electric  Tramway  Cars, 

Specification  for  |  ,'- 

151 — 1922.  Disc  for  Determining  the  Illuminating  Effect  of  Automobile 

Driving  Lamps,  Specification  for       ly- 

152 — 1922.  Copper  Conductors, Insulated  Annealed  for  Electric  Power 

and  Light,  Dimensions  (in  Metric  Measure)  of     |y_ 

153 — 1922.   Girder  Bridges  i Parts  1.  Materials  and  2,  Workmanship!    Specifi- 
cation for  ...         ...        ...        ...        ...        ...        ...  I'- 

154—1922.  Malleable  and  Soft  Cast  Iron  Pipe   Fittings  for  Steam, 

Water  and   Gas,  Dimensions  for      |/- 

156—1922.  Enamelled  Plain  Copper  Wire  for  Electticallnstrumentsand 

.\pparatus,  Tentative  Dimensions  and  Resistances  of         1/- 

SHIP   AND    SHIP    MACHINERY   FITTINGS. 

3001 — 1922.   Table  Glass  and  Crockery  for  use  on  Ships,  Specification  for  1  /- 

3002—1922.  Oil  Lamps  for  use  on  Ships,  Specification  for I/- 

3003  —  1922.   Locks  for  Ships' Joinery  Work,  Specification  for      |/- 

3004— 1922.  Hinges  for  Ships' Joinery  Work,  Specification  for    ]/- 

3005  — 1922.  Bollards,  Specification  for  I/. 

2021-1922.    Shafting  for  Marine  Purposes,  Specification  for       !/- 

Reports  marked  "Under  Revision  "  are  not  available. 
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INTERIM     REPORTS. 

C.L.   2582  Ball  Journal  Bearings  for  Automobiles.      Interim  Keiioiton 

Sizes  of  Siiif^le  Row     ..  ...         ...         ...         ...         ...         ...         ...  Gratis 

C.L.  7270  Screw    Threads,    British  Standard   Whitworth  and   their 

Tolerances  (Vupevbclinf.;  Xos   20ana3.s),   Interim  Report  on...  1/" 

C.L.  7271  Screw  Threads,  British  Association   with  Tolerances  for 

slices  Nos.  0  to  15  13. .V.  (superceding;  .\o.  'M'\  Interim  Report  on   ...  | /- 

C.L.  8564 — 1920.     Rubber  Tyres  for  British  Standard  Rims.    List  of  |/- 

C.A.  3051—1922.  Automobile,  Motor  Cycle  and  Cycle  Parts,  Nomen- 
clature for  (Intenm  Report)      ij. 


SPECIAL     REPORT. 

7  lie  Sice  I  Rcscai'ch  Committee,  founded  by  the  Institution  of  Automobile 
Engineers  and  the  Society  of  Motor  Meinufactunrs  and  Traders,  has 
tvansfevved  to  this  Association  the  remaining  copies  of  the  following  which 
may  be  obtained  on  application  : — ■ 

Report  of  the  Steel  Research  Committee,  October,  1920  31/6 

Separate  Sets  of  Curves  for  do.  do.  ...         ...  7/6 

POSTAGE. 
The  postage  on  the  Publications  is  as  follows  : 
Nos.  2,  11,  72,  78,  108,  1'2'2,— 

Postage,  Inland  3d.  ;  Abroad  Id. 
The  remainder — 

I'ostage,  Inland  -Id.  ;  Abruad  Id. 

For  information   regarding  British  Standard  Specifications  for  Aircraft  Materials 
and  Components  apply  to  the  Secretary. 


FOREIGN     TRANSLATIONS. 

A  number  of  the  Specifications  and  Reports  of  the  Association  are  being 
issued  in  French,  Italian,  Portuguese  and  Spanish.  The  English  Editions 
and  the  Foreign  Translations  (which  also  include  the  English  Text)  are 
being  published  in  octato  form  at  Ij-  net  per  copy  or  its  equivalent  in 
foreign  moncvs. 

T lie  following  are  now  available  : — 

Report 

No.  FRENCH.  Net. 

12 — 1920.     Portland  Cement,  Specification  for     !/- 

13 — 1910.      Steel  for  Shipbuilding,  Specification  for  Structural         1/- 

14 — 1907.     Steel  for  Marine  Boilers,  Specification  for  Structural    1/- 

15—1912.     Steel  for  Bridges,  etc.,  and  General  Building  Construction, 

Specification  for  Structural  '/" 
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Report 

No.  Net. 

24     Railway  Rolling  Stock,  Specifications  for  Material  used  in 

the  Construction  of 
24  Part      I.— 1921-     Locomotive.  Carriage  and  Wagon  Axles        ...  1/- 

24  Part    II.— 192!.     Locomotive.  Carriage  and  Wagon  Tyres       ...  I/" 

2+  Part  III.— 1921.     Laminated.    Volute  and   Helical    Springs   and 

Steel  for  Laminated  Springs        ' /" 

24  Part  IV.— 1921.     Steel  Forgings.  Blooms  and  Castings  ...  ' /" 

24  Part    V.— 1911.     Copper   Plates.  Rods   and  Tubes,    and    Brass 

Tubes  '  /' 

24  Part  VI.— 1921.     Steel     Plates,    .Angles,   etc.,    and     Rivets     for 

Locomotives.  Carriages  and  Wagons  '/" 

29  -1909.  Steel  Forgings  for  Marine  Purposes,  Specification  for  Ingot...  1/- 

30—1907.  Steel  Castings  for  Marine  Purposes,  Specification  for    1/- 

37—1919.  Electricity  Meters,  Specification  for     1/- 

72—1917.  Electrical   Machinery,  British  Standardisation  Rules  for..          ...  1/- 

98—1919.  Goliath  Lamp  Caps  and  Lamp  Holders,  Specification  for  ...  1/- 

ITALIAN. 

13 — 1910.      Steel   for  Shipbuilding,  Specification  for  Structural  1/- 

14—1907.      Steel   for  Marine  Boilers,  Specification  for  Structural 1/- 

15 — 1912.     Steel   for  Bridges,  etc..  and  General  Building  Construction 

Specification  for  Structural  1/-  . 

24—1911.      Railway   Rolling    Stock,   Specifications  for  Material   used  in 
the  Construction  of 

Part      1.  — 1911.     Locomotive,  Carriage  and  Wagon  Axles    ...  1/- 

II. — 1911.     Locomotive,  Carriage  and  Wagon  Tyres     ...  1/- 

,.     III.— 1911.     Laminated.  Volute  and  Helical  Springs,  and 

Steel  for  Laminated  Springs 1/- 

..      IV.— 1911.     Steel  Forgings,  Blooms  and  Castings  ...  !/■ 

v.— 19)1.     Copper  Plates.  Rods  and  Tubes,  and   Brass 

Tubes         !/- 

.,      VI.— 1911.     Steel    Plates,  Angles,    etc.,   and   Rivets    for 

Locomotives.  Carriages  and  Wagons  1/- 

29 — 1909.     Steel  Forgings  for  Marine  Purposes,  Specification  for  Ingot  I/- 

30 — 1907.     Steel  Castings  for  Marine  Purposes,  Specification  for 1/- 

43 — 1909.     Boiler  Tubes,  Specification  for  Charcoal  Iron  Lapwelded  ...  1/- 

4.5 — 1917.      Sparking  Plugs    (for   Internal  Combustion  Engines),  Report  on 

Dimensions  for  I/- 

51—1913.      Wrought  Iron  for  use  in  Railway  Rolling  Stock.     ("  Best-York- 
shire "  and  Grades  A.  B  and  C),  Specification  for       ...  1/- 

53 — 1913.      Boiler  Tubes  for   Locomotive   Boilers.   Specifications   for   Cold 

Drawn  Weldless  Steel         1/- 

71—1917.     Wheel  Rims  and  Tyre  Bands  for  Solid  Rubber  Tyres  under 

for  Automobiles,  Report  on  Dimensions  of  Revision 

75 — 1916.     Steels  for  Automobiles,  Specifications  for  Wroufiht     I/- 

PORTUGUESE. 
•'12 — 1915.     Portland  Cement,  Specification  for      \j- 

15 — 1912.     Steel  for  Bridges,  etc..  and  General  Building  Construction, 

Specification  for  Structural  ly. 

*An  Addendum  Slip  is  issued  with  this  Translation  shozcing  the  modifications 
necessitated  by  the  revision  of  the  English  edition  of  this    Specification. 


(  «  ) 


Report 

No.  Net. 

24 — 1911.  Railway  Rolling  Stock,  Specification  for  Material  used  in 

the  Construction  of 

■Part      I.  — 1911.  Locomotive,  Carriaije  and  Wafjon  Axles 

*  ,,      II.— 1911.  Locomotive,  Carriage  and  Wagon  Tyres     ... 
,.     III. — 1911.  Laminated,  Volute  and  Helical  Springs,  and 

Steel  for  Laminated  Springs 

,,     I\'.  — 1911.     Steel  Forgings,  Blooms  and  Castings 

\'. — 1911.     Copperplates.  Rods  and  Tubes,  and  Brass 

Tubes  

,,      \'I. — 1911.     Steel    Plates,    Angles,   etc.,   and  Rivets  for 

Locomotives,  Carriages  and  Wagons         

47 — 1919.    Steel  Fishplates,  for  Bull  Head  and   Flat   Bottom  Railway  Rails. 
Specification  and  Sections  of        

72—1917.   Electrical  Machinery,  British  Standardisation  Rules  for 

73—1919.  TwoPin  Wall  Plugs  and  Sockets,  Specification  for 

75  -1916.  Steels  for  Automobiles,  Specification  for  "Wrought      

SPANISH. 

*12 — 1915.  Portland  Cement,  Specification  for      

13 — 1910.  Steel   for  Shipbuilding,  Specification  for  Structural       

14 — 1907.  Steel  for  Marine  Boilers,  Specification  for  Structural    

15 — 1912.  Steel  for  Bridges,  etc.,  and  General  Building  Construction, 

Specification  for  Structural  

24—1911.  Railway  Rolling   Stock,  Specifications  for  Material  used  in 

the  Construction  of 

*Part      I. — 1911.     Locomotive,  Carriage  and  Wagon  Axles     ... 

*  ,,       11^1911.     Locomotive,  Carriage  and  Wagon  Tyres    ... 

III. — 1911.     Laminated,  Volute  and  Helical  Springs,  and 
Steel  for  Laminated  Springs  

IV.— 1911.     Steel  Forgings,  Blooms  and  Castings 

v.— 1911.     Copper  Plates,  Rods  and  Tubes    and  Brass 

Tubes         

,.      VI.— 1911.     Steel    Plates,   Angles,   etc.,  and  Rivets   for 
Locomoti\es.  Carriages  and  Wagons        

29—1909.  Steel  Forgings  for  Marine  Purposes,  Specification  for  Ingot 

30 — 1907.  Steel  Castings  for  Marine  Purposes,  Specification  for 

37—1919.  Electricity  Meters,  Specification  for     

43—1909.  Boiler  Tubes,   Specification  for  charcoal  Iron  Lapwelded 

47—1919.   Steel  Fishplates,  for  Bull  Head  and  Fiat  Bottom  Railway  Rails. 

Specification  and  Sections  of 

48—1909.    Wrought  Iron  of  Smithing  Quality  for  Shipbuilding   (Grade  D). 
Specification  for  ...         ...         ...         

51—1913.    Wrought   Iron   for  use  in    Railway   Rolling    Stock  ("  Best-York- 
shire "  and  Grades  A,  Band  C).  Specification  for      

53 — 1913.    Boiler  Tubes,  for  Locomotive    Boilers,    Specification   for    Cold 
Drawn  Weldless  Steel  

72—1917.   Electrical   Machinery,   British  Standardisation  Rules  for 

75—1916.   Steels  for  Automobiles,  Specifications  for  Wrought     

*An  Addendum  Slip   is  issued  with  this   Translation  showing  the  modifications 
necessitated  by  the  revision  of  the  English  edition  of  this  Specification. 
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